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CONFIDENTIAL OECD PARIS 02789 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, PL, US 

SUBJECT: GERMAN TESTING EQUIPMENT TO POLAND IL 1529 
REF: COCOM DOC (75) 2504 

1 . US DEL STILL WITHOUT INSTRUCTIONS ON REFCASE 
WHICH ORIGINALLY SCHEDULED FOR COCOM DISCUSSION 12/23. 
GERMAN DEL NOTED HIS DISAPPOINTMENT BUT GRANTED 
ADDITIONAL EXTENSION TO 2/10. 

2. ACTION REQUESTED: US VIEWS, OR INDICATION OF 
PROBLEMS ENCOUNTERED IN FORMULATION THEREOF BY 2/10. 
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